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CONFIDENTIAL STATE 026624 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, PL, UK 

SUBJECT: UK CAMERA TUBE TO POLAND - IL 1585 

REF: A) OECD PARIS 2793, B) COCOM DOC (75)2140 

SOME IMAGE INTENSIFIER TUBES CONTAIN INTEGRAL POTTED 
POWER SUPPLIES. FROM ANALYSIS OF MATERIAL AVAILABLE, 

WE COULD NOT DETERMINE WHETHER TUBE IN QUESTION WAS OF 
THIS TYPE. INGERSOLL 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PHOTOGRAPHIC EQUIPMENT, TUBES 

Control Number: n/a 

Copy: SINGLE 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: coburnhl 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 
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Disposition Remarks: 

Document Number: 1976STATE026624 

Document Source: CORE 

Document Unique ID: 00 
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Errors: N/A 
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Image Path: 
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Line Count: 45 
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Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Review Action: RELEASED, APPROVED 
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Review Event: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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